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1, Inclosed are photostats of four technical reports containing blue-= 
orints and technical data of the corona measuring install-tion constructed 
by the TRO for the Scientific Technical Devartment of the slinistry of 
Slectrical Power Plants (NTC/™S) which was dissolved some weeks axo, The 
reports refer to: 


2. Kempensations Drosselsple £00 Ey 
b, Faraday afig fttr Drehstrom=Corona, 


c. Kondensator Form CT 0,6/500, 
d. Kompensations Stromvandler, 


&e These reports are sent to you fgf p&enticn in the belief thet they may 
be of interest, 
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COMURNSATICN CURRENT CONVOEDER 


19°79 «Assembly 

219897 Qilbox 

198930 Carrying iron 

40732 . Cover 

47756 Insulation wall 

47728 Core and pressure perts 
474735 Coil wedge 


MoOnWoch) Relay 
Wan736 


LOL73] Pressure bolt 
S - 31601 Efficienc> sereen 


71200 Testing sheet, diazram, construction, 6 pages 
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